SCULLY STEEL & IRON CO. 


193 



WILLEY ELECTRIC DRILLS. 


• 

Size 

No. 1. 

No. 2. 

No. 3. 

Capacity. 

H 

■ K 

K 

Weight. 

15K 

. 20 

21 

Speed . 

1200 

700 

400-700 

Horse Power. 





Can be furnished for 110 or 220 volt, either direct or alternating 


current. 


SEND FOR CATALOG. 























